Winchester  Center  Congregational  Church 
Winchester  Center,  Conn. 
Organized  Oct.  30th,  1771 
Church  building  erected   1841,   lower  rooms  and 
addition  added-  1956. 


to 


13593 


PLACE 
STAMP 
HERE 


